\ 


2 oC ALG. Admini sthartiventiretric Lions Zi 


4 ( i 
; Y 


 UNCEASST EL oo Poe 


mu 
| a ky Approved For Release 2001/08/02 : CIA-RDP81-00728R000100020016-5 

STATINTL = CENTRAL INTELLIGENCE AGENCY 
Washington, Dy iC. | 

STATINTL ADMINISTRATIVE INSTRUCTION 30 July 19)8 


NO. 


SUBJECT: Drivers! Licenses 


1. Effective 1 September 1948 no employee of the Central In- 
telligence Agency stationed in Washington, D. C. will be permitted 
to operate a CIA motor vehicle without a properly certified CL. 
driver's license. 

. ‘ \ 

2. CIA drivers! licenses will be issued only upon. successful 

completion of a driver's uxamination. 


a 3. dJuthority for issuing CLA licenses is vested in the Executive 

for fdministration and Management, or Chief, Services Branch, A&M, 
after appropriate certification by the Testing and Medical Sections, 
Personnel Branch, and by the Services Branch. . 


h. Examinations will be given daily beginning 2 August 19h8. 


5. Assistant Directors and Staff Chiefs will be responsible for 
arranging for examinations of individuals under their jurisdiction 
who now drive or mey later be detailed to drive CIA vehicles, by 
calling the Testing Section, Personnel Branch (Ext. li91) as soon 
as possible. 
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SUBJECT: Drivers! Licenses 


1. Effective 1 September 1948 no employee of the Central In- 
telligence Agency stationed in Washington, D. C. will be permitted 
to operate a CIA motor vehicle without a properly certified Cli, 
driver's license. 


é. OIA drivers! licenses will be issued only upon successful 
completion of a driver's uxamination. 


3. Authority for issuing CLA licenses is vested in the Executive 
for idministration and Management, or Chief, Services Branch, A&M, 
after appropriate certification by the desting and Medical Sections, 
Personnel Branch, and by the Services Branch. 


4. Examinations will be given daily beginning 2 August 1918, 


5. Assistant Directors and Staff Chiefs will be responsible for 
arranging for examinations of individuals under their jurisdiction 
who now drive or may later be detailed. to drive CTA vehicles, by 
calling the Testing Section, Personnel Branch (Ext. 91) as soon 
ag possible. oad 
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SUBJECT: Drivers! Licenses 


1. Effective 1 September 1945 no employee of the Central In- 
telligence Agency stationed in Washington, D. ©. will be permitted 
to operate a CIA motor vehicle without a properly certified Cli 
driver's license. . 


2. CIA drivers! licenses will be issued only upon successful 
comple tion of a driver's examination. 


3. Authority for issuing CIA licenses is vested in the Executive 
for Administration and Management, or Chief, Services Branch, A&M, 
after appropriate certification by the Testing and Medical Sections, 
Personnel Branch, and by the Services Branch. 


h. Examinations will be given daily beginning 2 August 1918. 


5S. Assistant Directors and Staff Chiefs will be responsible for 
STATINTL arranging for examinations of individuals under their jurisdiction 
who now drive or may later be detailed to drive CIA vehicles, by 
calling the Testing Section, Personnel Branch (Ext. 4:91) as soon 
ag possible. 
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SUBJECT? Uso of Motor Vohiclos. 


STATINTL Administrative Instruction Noe datod 30 July 1948 


RSSCISSIONS: administrativo Instruction Nd. dated 17 Novembor 1947 
Adninistrativo Inatruction No. dated SO August 1948 


le. CIA maintains o contral.motor pool survioe to moet transporta- 
tion noeds which cannot bo socurod by tho schodulod shuttlo. sorvicos. 
hon it is impossible to use tho shuttlo sorvice botwoon CIA buildings, 
_ transportation may be ruquostod from tho Dispatohor, Extonsion 684 or 
! 2284, oxplaining why shuttle sorvice cannot bu utilizode, 


id 2 Assignmont of possongorecarrying vohiclos to individuals and 
activitios will bo made only upon the written authorization of tho Exeou- 
tivo, upon the writton roquost of the ..ssistant Diroctor concornode, It 
is tho policy of tho Diroctor to koop such assignmunts to an absolute 
minimum, and to utilize tho shuttlo cnd motor pool sorvico to tho maxie 
mum possidlo dogroce 


he 53. No omployoo of CIA. stationod in ‘iashington «sill bo pormitted to 
- oporato CLi motor vohiclos without o proporly cortifiod Cli drivor's 

j liconsee Authority for issuing CLA liconsos is vostod in tho Exceutivo 
; or Sorvicos Officor,. oftor oppropriato cortification by tho Tosting and 
iy Modical Soctione Roquosts for drivors! liconses should bo mado in write 
ing by tho administrative officor, or Assistant Diroctor concernod, to 


STATINTL tho Services Officor, indicating tho nocessity for such o liconsoe CIA 


4. <All assicnod and pool chauffours aro suporvisod by tho Chiof, 
; Transportation Division, Sorvicos Offico, for administrative purposos, 
inoluding working hours, ovortimo and roplacomont of assigned chauffours 
duo to absoncos or torminations. 


S. Pool chauffours ::1)1 not wait for passongors longor than 16 
minutos, unlogs prior arrangomonts havo boon mado with the Dispatcher. 


6. Assistant Dirootors and Staff Chiofs and their deputies, whon 
using motor pool cars, aro authorizod to havo suoh cars wait for thon 
at dostinationa rogardl2ss of tho time involvod, gt to ruturn for thom, at 
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MOTOR VEHICLE OPE}, 'S PERMIT 
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aor : (Hepartaent or Agency) ; ; 
Pee SS ge 
Yasueds eens 40 u Explres: = 19 


To: ‘ : 
AE aaa eee 
Date of Birth: ee oes 
: =: i 


i 
Who is qualified to operate a Motor Vehicle. on official business of 
the U.S. Government subject to conditions set forth on. back of this 
permit. * : i Ep EOS pages ree 


fe ert etianee, 


#OT veansreraaiz 


i 
: PERS AME BE REE eg aa 


Otot valta uatil stgnes by Operator) - 
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CONDITIONS OF JaSUANCE 


This permit: must be carried.at 011 tines: while oparating «a Motor Vehicle 
cial business of the U. 8. Government. H 


+ | QUALIFIED TO OPERATE 


TYPE OF VEHICLE QUALIFYING OFFICIAL. 0 
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